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Kommunikationstechnik aus Norddeutschland 


Declaration of Conformity 


cE © 


We hereby declare that our product: 


10 m Amateur Radio Transceiver 


AE 497 S 


satisfies all technical regulations applicable to the product within the scope of EU Council 
Directives and harmonised European Standards: 


73/23/EEC, 89/336/EEC and 99/5/EC 
ETS 300 684 
EN 301 783-1, EN 301 783-2, EN 60 950 


All essential radio test suites have been carried out. 


MANUFACTURER: 
Albrecht Electronic GmbH 
Dovenkamp 11 
22952 Lütjensee 
GERMANY 


This declaration is issued under the sole responsibility of the manufacturer according to the 
procedure of Annex Ill R&TTE directive. Basing on this declaration, the amateur radio may be 
used only by authorized persons having a valid amateur radio licence, and only for the purpose 

of amateur radio service in the dedicated frequency ranges. 


Point of contact: Wolfgang Schnorrenberg 


Place and date of issue: 


Lütjensee, 05.03.2001 r ET 


(Signature) 
Dipl.-Phys. Wolfgang Schnorrenberg 
Albrecht Electronic GmbH 


